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Kit /iml Nicotine CimteiiL nf <>»« -Jlundrrrj thirty (130) Varieties 
<>l OoiiKblU Cigarette!. 

(ilu>wn in i mri-ut# Inn nrrter of nicotine Values) , , . 

August If / S 


'• t .aid 

Type 

Tot 

(m«/clft) 

Hitotine 

k.iivils •, 

i*g. six*-, filter 

3 

0.2 

i.ii lion 

leg. si**:, filter 

2 

0.2 

S.Uio 

rig. size, filler 

4 

0.7 

M.*i Vt 1 * 

king size, filter, menthol 

5 

0.2 

s.»n.> 

k my. size, filter 

6 

0.3 

f'.tl V* 1 «- 

king size, filter 

!> 

0.3 

h 1 »lg S.in,* 

king size, filter, menthol 

7 

0.3 

» ill 1 l*>ll 

king size, filter, menthol 

3 

0.3 

t » 

king size, filter, mLntTiol 

•> 

0.3 

i ,.r 1 ton 

king size, filter 

u 

0.4 

i'Hli*' 

reg. size, non-fliter 

lb 

0.6 

L* 11 * 

100 mm, f 1 J ter w 

10 

0.6 

Ic.bitK 11) 

king size, filter, menthol 

9 

0.6 

i .i 11 Hal l t.xl ra Mild 

king size, filter, (hard pack) 

9 

0.6 

l v»s Kv Vi-n 

king size, filter 

9 

0.6 

| I < «ii«*oii K Hedges 

reg. size, filter, (hard wide pack) 

10 

0.7 

Ini ' 1.1 ] l t.xtra Mild 

king size, filter 

L0 

0.7 

l ■« 

king size, filter 

12 

0.7 

11 in 

king size, filter, menthol 

12 

0.7 

V » t age 

king tilzc, filter 

11 

0.8 

V<-*ay.e 

king size, filter, menthol 

11 

0.9 

.S: i ai <.>rd 

king size, filter 

20 

0.9 

M.i It itilUr 

king size, filter, menthol, (plastic box) 

12 

0.9 

V ,.m- tvuloth) 

king size, filter, (hard wide pack) 

22 

0.9 

l » r-|»o 

king size, filter 

n 

0.9 

1 \ir 1 i jnunt 

king size, flIter 

15 

1.0 

Km-1 Mi 1 ds 

king size, filter, menthol 

13 

1.0 

MvrtU*rv« 

king size, filter, menthol 

15 

1.0 

Mulii1ilter 

king size, filter, (plastic box) 

14 

1.0 

1 ,»r l i ament 

king size, filter, (hard pack) 

15 

1.0 

P il 1 i ament 

king Blze, charcoal filter 

15 

1.0 

Al |< me 

king size, filter, menthoL 

15 

1.0 

Marlboro Lights 

king size, filter 

14 

1.0 

Kent 

king size, filter, (hard pack) 

16 

1.0 

Parliament 

king size, charcoal filter, (hard pack) 

16 

1.0 

Marvels 

king size, non-filter 

25 

1.0 

Kent 

king aize, filter 

16 

1.1 

Dot al 

king size, filter, menthol 

15 

1.1 

Dora! 

king size, filter 

16 

1.1 

V)corov 

king size, filter 

16 

1.1 

Virginia Slims 

100 mm, filter 

17 

1.2 

Raleigh 

king size, fitter 

16 

1.2 

Silva Thins 

100 mm, filter, menthol 

16 

1.2 

Beldir 

king aize, filter, menthol 

15 

1.2 

Virginia Slims 

100 mm, filter, menthol 

17 

1*2 

Ber.aon 4 Hedges 

king size, filter, (hard wide pack) 

16 

1.2 

Lark 

king size, filter 

17 

1.2 

Spr Lng 

100 mm, filter, menthol 

20 

1.2 

DuMaur i or 

king size, filter, (hard wide pack) 

16 

1.2 

Parliament 100"s 

100 mm, filter 

17 

1.2 

M&rlboio 

king aize, filter, (hard pack) 

18 

1.2 

Silva Thins 

100 mm, filter 

16 

1.2 

Vic eroy 

100 mm, filter 

17 

1.2 

Vcguc (black) 

king size, filter, (hard wide pack) 

30 

1.2 

Mopleton 

reg. size, non-filter 

29 

1.2 

Marlboro 

king size, filter 

18 

1.2 

Old Cold Filter* 

king aize, filter 

19 

1.2 

Kent 

100 mm, filter 

19 

1.2 

L 6. M 

king size, filter, (hard pack) 

17 

1.3 

Xont 

100 mm, filter, menthol 

18 

1.3 

Newport 

king aize, filter, menthol, (hard pack) 

19 

1-3 

Old Cold Straight* 

reg. size, non-fLlter 

21 

1.3 

St. Moritz 

100 mm, filter, menthol 

20 

1.3 

Raleigh 

100 inn, lilter 

16 

1.3 

Benson 4 Hedges 

100 mm, filter, menthol 

18 , 

1.3 

1 TPM dry (tar) - milligram* 

2 limited availabiLity based 

total particulate matter less nicotine and water 
on reduced sampling from Washington, D* C, only 




PM3000953621 


Source: https://www.industrydocuments.ucsf.edu/docs/rynk0001 


V (l r ami Nuoti m* Omtf«t ol c»m>-llun<ir v<\ thirty (130) VuricUr* 
fil 1 >.inn-Nt U C’t g/trct tea 

(aliown in ln<'r<'.ia Ing ordi>r of nicotine v^lut-s) 


August 1973 


t't UUl 

T»>v 


Tut 

(iiu; /< i g) 


M.i, )U*»o 

1 »() mra, filter, (fiord pork) 


J6 

1.3 

< li/st i r 1 uhl 

k iup, «l 1 . 1 -» f 1 Uur > mum.Ho l 



1.3 

t>. tn i ■«< 

king size, filter 


21 

1.3 


Utun «,!/,«•» filter, nwnthol 


16 

1. 3 

1 1 

king size, filter 


i« 

1.3 

. al 1 Mai l 

[0(1 mm, filter, mcntliol 


L 7 

1.3 

k- >•» 1 

100 mm, filter, menthol 


17 

1.3 

l vv 

100 mm, filter, menthol 


ie 

1-3 

iHnson fv 

100 mm, filter 


19 

] .3 

• Kisis 

king size, fLiter, menthol 


IS 

1.3 

Ko.»l 

king size, filter, menthol 

** 

16 

1-3 

S*il em 

king size, filter, menthol 


IS 

1.3 

Wins! <iti 

100 mm, fiLtcr 


20 

1.3 

M.,V Ut>'n 

king size, filter 


26 

1.3 

1 At k 

100 mm, filter 


18 

1.3 

[kmi. L.n 

king size, filter, menthol 


18 

1.3 

1 il.lXV 

king size, filter 


19 

1-3 

V. ms-t^n 

king size, filter 


20 

l .3 

M.,r Ihoro 

100 mm, filter 


19 

1.3 

; x Lair 

100 Tifti, filter, menthol 


Id 

1.9 

V i rv^l-'O 

king size, filter, (hard pack) 


20 

1.4 

lou-r Stoyv*.&ar>t 

100 mm, fliter 


19 

1.9 

K .,.1 

reg» aize, non-filter, menthol 


21 

1.4 

blgt-wor th Export 

king aize, filter, (hard pack) 


13 

1.4 

l dgowor t >i Export 

100 mn* filter 


19 

t#4 

Si . tt»r its 

100 mm, fliter 


20 

1.4 

idl1 H«I l 

100 mm, filter 


20 

1.4 

Stratiord 

king size, non-filter 


34 

1.4 

Adam L brown) 

king size, filter 


19 

1.4 

1 <ncvv>n 

king size, filter 


21 

1.4 

Cht’t.cer f icld 

king size, filter 


19 

1.4 

Evt- 

100 mm, filter 


18 

1.4 

L t « 

king size, filter 


19 

1.4 

Sail cm 

100 mm, filter, menthoL 


19 

1.4 

IVtiT Styyvcp«nt 

king size, filter 


20 

1.4 

Vins ton 

100 mm, filter, menthoL 


20 

1.4 

L 6 M 

100 mm, filter, menthol 


19 

1.4 

HeJ maid 

LOO mm, filter, menthol 


19 

1.4 

Phil ip Morris 

reg» size, non~filter 


23 

1.4 

Tareyton 

100 mm, fLiter 


21 

1.5 

Old Gold I00 r » 

100 mm, filter 


22 

1.5 

tin 

100 ran, filter 


19 

1.5 

Adam (brown) 

100 mm, filter 


19 

L.5 

Cheaterf Lcld 

101 mm, filter 


19 

1.5 

I‘ iedmont 

reg* aize, non-flltcr 


25 

1.5 

Picayune 

res* aize, non-filter 


20 

1.6 

Newport 

100 mm, filter, menthol 


22 

1.6 

Chestert icld 

rc 5 * size, non-filcer 


26 

1.6 

Domino 

king size, non-filter 


29 

1.6 

Cornel 

reg* size, non-filter 


25 

1.6 

Old Cold Straight* 

king size, non-filter 


26 

1.6 

butky F1 \ ter* 

100 mm, filter 


22 

1.6 

Hume Kun 

reg* aize, non-filter 


21 

1.6 

dal r Igh 

king size, non-filter 


25 

1.6 

English Oval a 

reg. size, non-filter, (hard wide pack) 


23 

i.? 

Half K Half 

king «ize, filter 


24 

1*0 

Lutky Strike 

rrg. size, non-filter 


29 

1.8 

Will Ip Morri* Commander 

king alzr, non-filter 


29 

l.H 

Uirkt «rr J 1 w 1 <3 

king size, fion-fliter 


2H 

1.8 

l!«*l lirj t 1 «r t>y ton 

king six*, non-filter 


31 

1.8 

Pall Mall 

king size, non-filler 


29 

i-9 

Eat 1 ma 

king size, pon-fliter 


31 

2.0 

Dull Durham 

king aize, filter 


29 

2.0 

Engl tali Oval* 

king size, n,on-£ilter, (hard wide pack) 


28 

2-1 

Player* 

reg- size, non-filter, (hard wide pack) 


32 

2.Z 

1 TPM dry (tar) - milligrams total particulate matter less nicotine and water 





I 


Source: https://www.industrydocuments.ucsf.edu/docs/rynk0001 



